The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVALL. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIG8Y, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 

12/29/10 

Andrius Knasas 

Assistant District Attorney, Suffolk County 
Dear Mr. Knasas, 

Enclosed is the information you requested in regards to Commonwealth 
Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample 

GC/MS testing was performed by Kate Corbett. All other analyses were performed by 
Nicole Medina. If you have any questions about these materials, please call me at the 
number below. 



Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617)983-6632 


cc: NEM, CBS 



Folk OIG PRR 068083 




DEPARTMENT 


DRUG RECEIPT 


District/Unit B-JL kM 



CC#_ 

BOOK# 

PAGE# 
DESTRUCTION # 


Name & Rank of Arresting Officer Sjjj^Ldli 7~~ 


ID# 























a 


DRUG POWDER ANALYSIS FORM 


SAMPLE 

No. of samples tested: 


AGENCY 




ANALYST W16AO 


Evidence Wt 



PHYSICAL DESCRIPTION: 


icpvad^SeccUi Gross Wt { 3> )i 

Gross Wt ( \ ): 0. ^ il ^ 

Q-V\ S*\ rruW Pkg. Wt: 0_Oa$5Qg3 

C>W-UoWfc rocV-WVji mcukj vcd .' ” ^TTC? 

Net Wt: Q .Q5^CgC\^n 


PRELIMINARY TESTS 
Spot Tests 

Cobalt . 

Thiocyanate (-V ) UQ/OLCaQ. 

Marquis _~_ 

Froehde's_'_ 

Mecke's 


Micro crystalline Tests 
Gold 

Chloride _ 

tlta (t") lo/q^d 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS GqCCl.^ 

DATE lO.\q-\Q 


GC/MS CONFIRMATORY TEST 
RESULTS CjOCrV.^g 

MS V A - 

operator yLHC 

DATE 10'cDl-IO 


Revised 7/2005 


Folk OIG PRR 068086 











File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\10_20_10\749721.D 

KAC 

20 Oct 2010 15:24 

BLANK 

1 

DRUGS 

RTE 


Abundance .~TIC: 74972fi:0“ 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


749721.D 


Wed Dec 29 11:18:47 2010 


Page 1 


Folk OIG PRR 068087 





















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\10_20_10\749722.D 

KAC 

20 Oct 2010 15:38 

COCAINE STD 

22 

DRUGS 

RTE 


Abundance" 

1200000 ; 

I 1000000; 

1 000000 : 


TrC~749722.D 

4i74 


I 


600000| 
. 400000; 

: j 

i 200000’ 

’ i 


Time--> 2.00 2.50 

3.00 3.50 ' 4.00 ‘ 4.50 5.00 

5.50 

6.00 

6.50 ' 7.00 ‘ 7.66 ‘ ’ 8.00 ‘ 8.50 9.00 9.66 ‘ ’ ! 

Ret. Time 

Area 

Area 

'o 

Ratio % 

4.742 

1208828 

100 . 

00 

100.00 


749722.D Wed Dec 29 11:18:51 2010 


Page 1 


Folk OIG PRR 068088 








Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM4\10J20_10\749722.D 

Operator : KAC 

Date Acquired : 20 Oct 2010 15:38 

Sample Name : COCAINE STD 
Submitted by : 

Vial Number : 22 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 4.74 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 

































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\10_20_10\749723.D 

KAC 

20 Oct 2010 15:52 

BLANK 
NEM 
1 

DRUGS 

RTE 


Abundance TfC: 749723.0 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


749723.D Wed Dec 29 11:18:56 2010 Page 1 


Folk OIG PRR 068090 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\10_20_10\749724.D 
KAC 

20 Oct 2010 16:06 


24 

DRUGS 

RTE 


Abundance Ti"C: 749/24.D 


| 1000000 

4 

74 

j 800000 



! 600000 


\ 

1 400000- 

j I 


i 

200000 


f 

0- 

2,02 

j 

- i'lj- \ ,4y-y-y- y'i h ~ L - - i 


Time-> 

2.00 2.50 3.00 3.50 4.00 4.50 

5,00 5.50 6.00 6.50 7.00 7.50 8.00 8.bo 9.00 9.b6 j 


Ret. Time 

Area 

Area % 

Ratio % 

2.024 

148550 

12.85 

14.75 

4.742 

1007223 

87.15 

100.00 


749724 .D 


Wed Dec 29 11:19:00 2010 


Page 1 


Folk OIG PRR 068091 








Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\10__20__10\749724 .D 
KAC 

20 Oct 2010 16:06 


NEM 

24 

DRUGS 

RTE 


Search Libraries: 


PK# 


RT 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


Abundance 

: j 


80 j 


60 


40 \ 


20 


2.02 C:\DATABASE\NIST98.L 


42 




2“Propanoic 

acid, 

3-phenyl- 

000621-82-9 

95 

2-Propenoic 

acid, 

3-phenyl-, (E) - 

000140-10-3 

90 

2“Propenoic 

acid, 

3-phenyl- 

000621-82-9 

86 


Average of 1:997'fo 2.l4D‘min.:7W2CD (T 


77 


103 

j 


51 


91 


82 


122 


131 




57 


85 


71 : | j .. 

4'li i'Tl-T i"!'j ill-i-fFi ii :■! ! •> 


96 


: ; 108 


]mte-> 30 35 40 45 50^ 55 60 65 70 75 80 85 90 95 100105110115 


Abundance 


80 : 


#123346: 2 : Pfopenbic 'acid ‘ 3-pti ervyI- 


147 


152 


138 


147 


166 


181 


185 


60; 


40! 


20 | 


51 


77 


39 


45 


57 65 


71 


83 


o . iJKhMh-il. 


91 


103 


97 


131 


120 j 

HI jj 125 ; 137 

4 i flv-i - j "-T+J+r! v; , : h4t+t 

- 1251301 


a 152 


;m/z~> 30 35 40 45 50 55 60 65 70 75 80 85 90 95 100105110115120125130135140145150155160165170175180185 

749724.D Wed Dec 29 11:19:02 2010 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\10_20_10\749724.D 

KAC 

20 Oct 2010 16:06 


NEM 

24 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW T0X2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

4.74 

C:\DATABASE\SL1.L 

COCAINE 

000050-36-2 99 


[Abundance 


82 


"Average of 4.716 to 4.832 min,: 749724.0 (-) 


80 i 


60 j 


182 


40! 


20 ! 


42 


51 


94 


105 


Gw 

ro/z--> 40 


68 I ii! Hi 152 272 ! 

.. j .60 .ii.ji; m . 135 , in '? jj 207 222 243 260 ; 281 ! 

50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 200 300 


122 


198 


303 


Abundance 


80 


60- 


8,2 


#29': 'COCAINE - 


182 


40: 


20 j 42 


51 


68 


i 0 ; . • t 4 w- : ri ] F »-t < •, W* , ■ ■ W i . . vrT^VrrtVfr.-. rrftWiTT+TT : i ; -n-. .TTT.- mTTT r:TT:-TTr,-f 4 -i ~ T t, TriT. - t rl 

jm/Z~> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 2i0 220 2^0 240 250 260 270 280 290 300 


94 

! 105 


122 


! hi .114,1 135 152 166 


198 


214222 244 259 


272 


303 


749724.D 


Wed Dec 29 11:19:02 2010 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\SYSTEM4\10_20_10\749743.D 

KAC 

20 Oct 2010 20:26 

BLANK 

1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


749743.D 


Wed Dec 29 11:19: 15 2010 


Page 1 


Folk OIG PRR 068094 
















Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM4\10_20_10\749744.D 

Operator : KAC 

Date Acquired : 20 Oct 2010 20:39 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 44 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 

! 1200000i 

; iooooooj 
j 800000: 

I 600000: 

! 400000i 

1 200000 ; 

! Ij 

j li 

(ri me-> 2. 00 2.50 3.00 3.50 4.00 4.50 ~Xi)0 5.50 &00 6. 50 ' 7.00 7.50 ' 8,00 8.50' ' 9.00' &jsO 


Ret. Time 

Area 

Area % 

Ratio % 

4.742 

1221248 

100.00 

100.00 


749744.D Wed Dec 29 11:19:19 2010 Page 0- 


Folk OIG PRR 068095 


TIC: 749744.D 

4x74 

I 

j 





Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYSTEM4\10_J20_10\749744.D 

Operator : KAC 

Date Acquired : 20 Oct 2010 20:39 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 44 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 4.74 C:\DATABASE\SLI.L 

COCAINE 000060-36-2 99 


Abundance Average of 4.716 to 4,854 min,: 749744,D"(-) 

; 82 



Abundance #29: COCAINE" 



749744.D Wed Dec 29 11:19:20 2010 Page 2 
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